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SECRET 


EXHIBIT NO. 3 TO CONTRACTHE-CT-691, Cust. 2° 
DATE 6/18/58 


FROM Baird-Atomic, Inc. 
(CONTRACTOR) 


10 _J 


NOMENCLATURE | 


Mirror, Half-Silyered 


Extension Filter Shaft 


Thermo stat 


25X11 


PRICES ARE FAIR AND REASOWABLE AND THIS EXHIBIT 1S HEREBY APPROVED 


$40,008 8 


CONTRACTOR WARRANTS PRICES CONFORM 10 
SIGNED | 


(BIT 


SECRET 
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25X1 


RD 393-M 


25X11 
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RET ‘ 
a 


APPROVED PRODUCTION LIST NO. 3 TO CONTRACT NO. HF-CT-691, Cust. 2 


T0 - Baird- Atomic Inc. 
R 


QUANITY EST. COST REMARKS 


Mirror, Half Silvered 


_BA-AR44-391 
BA-~ AR44- 439 


Extension Filter Shaft 


Thermostat 


PRESERVATION , PACKING , PACKAGING AND PRESERVATION: Not Required 
DELIVERY: Bonded Storage 


APPROVED 
SIGNED 


25X11 


nner ees 
(DATE) 


(AUTHORIZED REPRESENTATIVE) Prepared by 
Scbittl 


Approved For Release 2007/10/23 : CIA-RDP81B00878R000500010047-9 


ONmaAt..& 


_ Approved For Release 2007/10/23 : CIA-RDP81B00878R000500010047-9 


File Nr. 2678 | 


PAGE 1 OF 1 PAGES 


25X1 
Production List Nr. 58-3 to Contract Nr. wecp6q, 
(Authorized Representative) 
TO, ~ Baird-Associates, Inc. . . 
25X1 . / (Contractor) 
( Contracting icer 
_ Keen ioe 
oie. Mr. Nomenclature | Unit Pack Quantity Est. Cost _—_—sRemarks 
ee BA~ARUH~196 MIRROR, Half Silvered RA 3 6.00 7 
2. BA-ARAN~39) = EXTEMSION, Filter shaft. xA h 96.00 ° 
3- BaA-ARhh-k39 © raemeosme EA 6 18.90 


PRESERVATION: PACKING, PACKAGING AND PRESERVATION: Ho special packaging required 


DELIVERY : To be retained in Bonded Storage t 
¢ in performance of Contract MI606. Nan Repair Facility os G.F.E. and wed as required 


APPROVED: 12 June 1958 


SIGHED: 
25X11 
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